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Conference  Calendar 


Title  of  Meeting 

Location 

Date 

Further  Information  from: 

Third  International  Seminar  on 
Double  Layer  Capacitors  and 
Similaar  Tfcnergv  "Storage  "Systems 

Deerfield  Beach, 
FL,  USA 

December  6-8, 
1993 

Dr  S.  P.  Wolsky, 

1900  Cocoanut  Road, 

Tsuca  ’iviiuii,  Tl,  "SbWSS.SSSJa 

Tel:  (407)  391-3544 

Fax:  (407)  750-1367 

7th  International  Meeting  on 
Lithium  Batteries 

Boston,  MA, 

May  15-20, 

1994 

Dr  H.  Frank  Gibbard, 

New  Products  and  Technlogy 
Division, 

Duraceli  Worldwide  Technology 
Center, 

37  A  Street, 

Needham,  MA  02194,  USA 
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Elsevier  Sequoia 


